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Main Features 


This section gives you a guided tour around F-PROT Professional. It does not 
contain specific instructions on the use of the program, but describes the available 
features. 


Interface 


The F-PROT Professional for Windows interface has two display modes: Shrink and 
Enlarge. In the Shrink mode, the interface is a toolbar, which contains menus and 
some ready-made buttons. In the Enlarge mode, the full-sized window shows the 
list of scanning tasks, in addition to the toolbar. By using menu commands and 
toolbar buttons, you can: modify F-PROT Professional settings; edit settings for 
F-PROT Gatekeeper; create, modify, execute, and delete scanning tasks; read tasks 
results, the log file, and virus descriptions; view on-line help; and access the 
F-PROT Professional Web Club. 


F-PROT Professional for Windows 95 also supports the interface of dragging and 
dropping files and directories on top of the F-PROT or the F-Agent icon or into the 
F-PROT Professional window. The dropped objects will be scanned automatically. 


Toolbar 


The toolbar is the minimal interface for F-PROT Professional. It contains program 
menus and shortcut buttons, and is usually sufficient for everyday use. To view the 
name of a button, place the mouse pointer over it. 
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The default buttons on the toolbar represent shortcuts for the following actions: 
modifying F-PROT Professional settings; creating, editing, executing, and deleting 
scanning tasks; reading results of a task; reading the log file; editing settings of 
F-PROT Gatekeeper; connecting to F-PROT Web Club; viewing virus descriptions; 
accessing on-line help; and toggling interface mode. However, almost any function 
can be linked to a newly created button. Refer to Section XX, “Creating And Editing 
Buttons,” for further information. 


To switch to the Enlarge mode with the complete task list, either click Enlarge on 
the toolbar, or choose Enlarge to Tasklist from the Edit menu. 


Enlarged Window 


After you have switched to the full-size window, the toolbar will remain on the 
screen and below it you will see the task list.. 


Task List 


The task list displays the tasks stored by the program. The task list displays the 
name of each task; the next time it is scheduled to be executed, or its Next Run; 
and its Last Status, the result of the last execution. A task can be selected from the 
task list by clicking on it with the mouse or by using the ARROW keys. 


When you open the F-PROT Professional task list after installation, it already 
contains several tasks. The Default Task cannot be deleted, but its settings can be 
modified, including the name. In addition to the Default Task, F-PROT Professional 
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includes several ready-made tasks, which perform, for example, the following 
scans: 


e ScanA: 

e Scan B: 

e Scan Folder 

e Scan All Hard Disks when Idle 


The toolbar contains shortcut buttons for starting these tasks. Clicking a button will 
start the corresponding task. 


In addition, ready-made tasks can be executed by double-clicking their icons in the 
F-PROT Professional program folder or choosing them on F-PROT Professional 
menu. 


Menus 


F-PROT Professional for Windows in Stand-Alone Computer installation 
configuration has the following five menus: File, Edit, Tasks, View, and Help. The 
View menu is not available for some operating systems. In addition to these 
menus, there is also the shortcut menu, which can be displayed by clicking the 
right mouse button on the task list. The shortcut menu contains commands from 
the Tasks and the Help menus. 


Some of the menu commands, described below, are only present on network 
workstations, and are not present in case of the Stand-Alone Computer installation 
of F-PROT Professional. In case of Network workstation installation, there is also one 
hidden menu, Administration, which is only visible in Administration mode. 
Administration mode on network workstations can be turned on with a password 
from the File menu by choosing Administration. 


1.4.1 The File Menu 


The File menu contains the following commands: 


Command 

Save All (CTRL+S) 

Print Results... (CTRL+P) 
Print Log... 

Page Setup... 

Printer Setup... 


Administration... 


Exit (CTRL+Q) 


1.4.2 The Edit Menu 


Function 

Saves all unsaved tasks, Preferences, and window settings. 
Prints the results of the selected task. 

Prints the log. 

Sets margins. 

Standard printer setup. 


Asks for the administration password. When in Administration 
mode, use this option to switch to User mode. 


Exits F-PROT Professional. 


The Edit menu is structured as follows: 


Command 


Send Message... 


Read Bulletins... 


Enlarge to Tasklist 


Shrink to Toolbar 


Preferences... 


1.4.3 The Tasks Menu 


Function 


Opens a dialog for sending messages to administrator. If this 
option is dimmed, network communication is installed, but not 
active. 


Opens the list of bulletins. 


Enlarges the interface to the full-size window when F-PROT 
Professional is in the toolbar mode. 


Shrinks the window into a toolbar, if it is in full size mode. 


Opens the Preferences dialog box for configuring the 
settings of F-PROT Professional. 


The Tasks menu consists of the following commands: 


Command 
New Task (INSERT) 


Duplicate 


Delete (DEL) 
Start (ENTER) 


Settings... (ALT+ENTER) 


Schedule... (CTRL+ENTER) 


Results... (CTRL+R) 


Log...(CTRL+L) 


Function 
Creates a new task named “Untitled Task.” 


Makes a copy of the selected task. The new task is named 
“Copy of” + the old task’s name, cutting it at the maximum 
allowable name length. The new task is automatically 
selected. 


Asks for confirmation, then deletes the selected task. 
Executes the selected task. 


Opens the Properties for Task... dialog box, where the 
selected task parameters can be modified. 


Opens the Schedule dialog box, where the selected task can 
be scheduled. 


Opens the results file of the selected task, to view, copy, or 
print it. This command acts as a print preview for results. 


Opens the log file with the list of task execution times and 
results, to view or print it. This command acts as a print 
preview for the log file. 


All the above commands, except for Log... and Results..., are disabled when 
F-PROT Professional is in its toolbar mode. 


1.4.4 The View Menu 


The View menu contains the following commands, which change the appearance 
of the F-PROT Professional task list. This command is not available in some 
environments. 


Command Function 

Large Icons Displays each task as a large icon. 

Small Icons Displays each task as a small icon. 

List Displays the tasks in the form of the list. 

Details Default. Displays the tasks in the form of a list with the Next 


Run and the Last Status fields. 


1.4.5 The Help Menu 


The Help menu contains the following commands, which deliver advice on how to 
use F-PROT Professional: 
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Command Function 


Contents On-line help index. 

Help on Context (F1) Context-sensitive help. 

Search for Help On... Searches for help on given topics. 

How to Use Help Instructions on how to use Help. 

Virus Descriptions Displays descriptions of a variety of viruses. 
Web Club... Connects to F-PROT Web club. 


Virus Descriptions on the Web...Connects to F-PROT WWW server to view virus 
descriptions. 


Contact Information... Provides contact information for your F-PROT vendor. 


About... Information about F-PROT Professional for Windows. 


The Shortcut Menu 


The shortcut menu can be accessed by clicking the right mouse button (right- 
clicking) on the F-PROT Professional for Windows task list. This menu contains the 
following commands from the Tasks and the Help menus. 


Command Function 
New Task Creates a new task named “Untitled Task.” 


Duplicate Makes a copy of the selected task. The new task is named 
“Copy of” + the old task’s name, cutting it at the maximum 
allowable name length. The new task is automatically 


selected. 
Delete Asks for confirmation, then deletes the selected task. 
Start Executes the selected task. 
Settings Opens the Properties for Task... dialog box, where the 


selected task parameters can be modified. 


Schedule Opens the Schedule dialog box, where the selected task can 
be scheduled. 


Virus Descriptions Displays descriptions of a variety of viruses. 


Memory Examination 


When F-PROT for Windows 3.1 or Windows 95 starts performing its first scanning 
task, it always first scans the computer memory. F-PROT Professional checks the 
memory in the 0 - 1088 KB range, which is accessible to DOS viruses. Windows 
viruses are searched for by using specific system checks. 


If F-PROT for Windows finds a virus in the memory, it activates a dialog box to save 
all the open jobs, and then exits Windows. Once the Windows session is closed, the 
computer should be re-started from a clean diskette and scanned with F-PROT 
Professional for DOS. Refer to Section 4.7, “Creating an Anti-Virus Diskette” to learn 
how to create a startup diskette for emergency use. Refer to Chapter 14, “F-PROT 
Professional for DOS”, for information about using F-PROT Professional for DOS. 
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F-PROT Professional for Windows NT does not need to perform a memory scan at 
all. 


Reports 


Each task result report shows the execution time and results of a particular 
executed task, and includes the name of the user, the name of the workstation, 
and the number of F-PROT Professional version. Below these, the report lists the 
following task parameters: scanning method, scanned object, taken action, target 
viruses, and scanned files types, which are followed by more detailed results. 
Separate entries are made for different virus infections. The report can be printed 
out. Refer to Section X.X, “Viewing Task Results,” for more information. 


Depending on settings, a new report either overwrites the report about the 
previous execution of the task, or is appended to the existing list of reports. Refer 
to Section XX, “Setting Up Preferences,” for further information on choosing the 
reporting preferences. 
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The Log 


The log contains records of each executed task and of the scans performed by 
F-PROT Gatekeeper when they find a virus. 


Each log entry for a task execution consists of the task name, execution time and 
the result status. Each log entry for a virus-finding Gatekeeper scan includes the 
time of the scan, and the name of the infected file. 


The maximum length of the log, 500 lines by default, may be set in the Reporting 
page of the Preference dialog box. Refer to Section XX, “Setting Up Preferences,” 
for further information. 


F-Agent 


When loaded, F-Agent runs in the background mode to launch the scheduled 
F-PROT Professional tasks, thus eliminating the need for F-PROT Professional to 
remain active all the time. In case of a network installation, F-Agent also provides 
communication between individual workstations and the F-PROT administrator. 


When F-Agent is loaded, its icon is displayed on the desktop, in the taskbar status 
area under Windows 95 and Windows NT 4.x. Click the icon with the left mouse 
button in Windows 3.1 and with right mouse button in Windows 95 and 

Windows NT 4.x to view the F-Agent menu. 


1.8.1 The F-Agent Menu 
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The commands available from this menu are: Start F-PROT for Windows, 
F-PROT Gatekeeper..., and Load F-Agent at Windows Startup. 


Click Start F-PROT for Windows to launch F-PROT Professional. In Windows 95 
and Windows NT 4.x, F-PROT Professional can also be started by double-clicking 
the F-Agent icon on the desktop. 


If F-PROT Gatekeeper is installed, the F-PROT Gatekeeper... command of the 
F-Agent menu can be used to enable F-PROT Gatekeeper and change its settings. 
If the Gatekeeper is already active, this command will be marked with a check 
mark. In this case, the command can be used for disabling Gatekeeper, if needed. 


Use the Load F-Agent at Windows Startup command to have F-Agent loaded at 
Windows start-up. If the command is checked, meaning that F-Agent is loaded at 
start-up, the command can be used to disable loading, if needed. In both cases, 
you will be asked for confirmation. In case of a network installation, some of the 
above commands may be hidden by administrator. 


F-PROT Gatekeeper 


F-PROT Gatekeeper functions transparently in the background, looking for viruses 
whenever you access floppies or files. If you try to open, copy, or move an infected 
executable file, F-PROT Gatekeeper will automatically display the following 
message: 


To check whether F-PROT Gatekeeper is active, open the F-Agent menu. If the 
F-PROT Gatekeeper... command on this menu is checked, then the Gatekeeper is 
active. 


Click this command, if you would like to disable F-PROT Gatekeeper or modify its 
settings. This will open the F-PROT Gatekeeper Settings dialog box. You can 
also open a dialog box for modifying the Gatekeeper settings by using the 
Protection Preference of F-PROT Professional. Refer to Section XX, “The Protection 
Preference,” for more information. The available settings of F-PROT Gatekeeper are 
not the same for all the operating environments. 


1.10 NeNetwo Features 


F-PROT Professional is primarily a network application. It is designed to support 
communication between a user and the system administrator via the network. It 
also works on a stand-alone workstation without the automatic updates and mail. 
Some examples of network features are given below. 


1.10.1Updates 


The administrator can automatically update F-PROT Professional via the network. A 
user need not be aware that the update is taking place. Refer to Section XX, “The 
Updating Preference,” for more information. 


1.10.2Tasks 


The administrator can design tasks and distribute them to local workstations 
through the network. F-PROT Professional programs on individual workstations 
would pick the tasks up automatically and add them to their task lists. If the tasks 
have been designed to run to a schedule, the local programs would execute them 
automatically.. 


1.10.3Mail 


F-PROT Professional supports communication between users and the system 
administrator in the form of messages and bulletins. A user may send messages to 
administrator, and the administrator may send general bulletins to all the users. 
Refer to Section XX, “Sending and Receiving Mail,” for further information. 


In addition, F-PROT Professional can be set up to automatically send the task result 
report to administrator each time when it finds a virus on a network workstation. 
F-PROT Gatekeeper can be set up to send a message to administrator each time it 
detects a virus. 


